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Es necesario que lea cuidadosamente su instructive) de manejo. 





PRECAUTION - ADVERTENCIA 


A 


| No abrir, riesgo de choque elfectrico j 




ATENCION 


Verifique que el voltaje de alimentation] 
sea el requerido para su aparato 


Para evitar el riesgo de choque electrico, no quite la tapa. 
En caso de requerir servicio, dirijase a I personal calificado. 



Description: 
Modelo: 



Consumo: 

Importador: 

Domicilio: 

Localidad y Teiefono: 
Exportador: 
Pais de Origen: 



Radio Reloj 
A J 3480/16 
127V; -60 Hz 
7W 

Philips Mexicans, S.A. de C.V. 
Norte 45, # 669, Col. Industrial Vallejo 
CP. 02300 Mexico D.F., Tel. 7284200 
Philips HK, Ltd. 
China 



N e de Serie: 



LEA CUIDADOSAMENTE ESTE INSTRUCTIVO ANTES DE USAR SU APARATO 




battery compartment ® 
compartiment a piles 
compartimiento de la bateria 



ENGLISH 



FRANgAIS 



cSPANUL 



CLOCK 








- TIME SET 


To adjust clock time 


- Reglage de I'heure 


- para ajustar el reloj 


- ALARM 2 


To adjust/review ALARM 2 


- Reglage/verification de I'alarme 2 


- para ajustar/verificar la 2 a hora de despertarse 


- ALARM 1 


To adjust/review ALARM 1 


- Reglage/verification de I'alarme 1 


- para ajustar/verificar la 1 a hora de despertarse 


- RUN 


To return to clock time display after 


- Pour reafficher I'heure d'horloge apres avoir regie 


- para que el visor vuelva a mostrar la hora del reloj despues 




setting clock/alarm times 


rheure/l'alarmes 


de haber ajustado el reloj/despertador 


- !▼ 


To adjust both the hours and minutes 


- Reglage des heures et des minutes (accelere en avant, 


- para ajustar las horas y los minutos (rapido hacia arriba, 


(fast up, slow down) 


tor the clock ana alarm times 


ralonti pn arnoro\ nr\iir I'hauro ot I'alarmp 
Idlcllll ell dlllclc/ fJUUI 1 McUlc cl I dldilllc 


Ipntn hapia ahain\ narsi pI rplni \/ pI HpcnprtaHnr 
IcillU lldLId dUdJU/ pa Id cl IcIUJ y cl Ucopci IdUUI 


ALARM 1: 








- BUZ(zer) 


to activate buzzer for alarm 1 setting 


- reveil par la sonnerie a I'heure de reveil 1 


- para despertarse con el zumbador a la 1 a hora de despertarse 


- RAD(io) 


to activate radio for alarm 1 setting 


~ reveil par la radio a 1 heure de reveil 1 


- para despertarse con la radio a la 1 a hora de despertarse 


nrr 

- Urr 


— to switcn off alarm i 


, q r rot rnrn r\ 1 at rlo 1 ' Q 1 Q rmo 1 
duel LUIIipicl Uc I dldilllc 1 


pdld dfJdydl cl UcojJcl LdUUI HLMFilVI I 


ALARM 2: 








- BUZ(zer) 


- to activate buzzer for alarm 2 setting 


- reveil par la sonnerie a I'heure de reveil 2 


- para despertarse con el zumbador a la 2 a hora de despertarse 


- RAD(io) 


to activate radio for alarm 2 setting 


- reveil par la radio a 1 heure de reveil 2 


- para despertarse con la radio a la 2 a hora de despertarse 


nrr 

- OFF 


- to switch ott alarm 2 


orrot rnmnlot Ho 1 ' o 1 Q rrTiQ 1 

— arrex complex ue i didniic l 


narp ananar ol HocnortaHnr Al ARM 0 

LJdld dfJdydl cl UcoptJl LdUUI MLMnlvl L 


RADIO 


to switch radio mode ON/OFF 


- pour allumer (ON)/keindre (OFF) la radio 


- para encender (ON)/apagar (OFF) la radio 



D BRIGHTNESS 
6) Display 



7) TUNING 

8) BAND 
D VOLUME 

ig; WEATHERBAND 
FINE TUNE 

11 WEATHERBAND 

12) ALARM RESET 



13) SLUMBER OFF / REPEAT 

ALARM 



u SLUMBER 
@ Power cord 



to adjust the display illumination: HI-LO 

to show the hours, minutes and 
activated alarms 

to tune to radio stations 

to select FM-AM band 

for adjusting the volume 



to tune to a weatherband station 
to switch on/off weatherbands 
to stop the active alarm for 24 hours 



to switch off slumber 

to stop the active alarm for 

period 

to activate slumber time 

for AC power supply 
antenna for FM reception 



reglage de I'eclairage de I'afficheur: HI (maxi) - L0 (mini) 

sures, les minutes et les alai 



pour 
selectionnees 



- accord sur I emetteur 

- choix de la bande d'ondes (FM-AM) 

- reglage du volume 

- pour syntoniser I'appareil sur une station diffusant des 
bulletins meteo 

- pour activer/desactiver la reception de la bande Meteo 

- arret de I'alarme pour 24 heures 

- arret de la fonction arret programme 

- arret de I'alarme pour 9 minutes 

- activation de la fonction arret programme 

- branchement au secteur 

- antenne pour la reception en FM 



para ajustar la iluminacion del visor: HI (alto)- L0 (bajo 
loras, los minutos y los despertadores 



activados 

para sintonizar la emisora de radio 
para seleccionar la banda de ondas (FM-AM) 
para ajustar el volumen 



para sintonizar una emisora de la banda 
meteorologica 

para activar/desactivar la banda meteorologica 
para apagar el despertador activado para 24 horas 



para cancelar la funcion de dormitado 

para apagar el despertador activado por 9 minutos 

para activar el tiempo de dormitado 

para la conexion a la red 
antena para la FM 



Installation/Radio 



Clock 



MAINS 




t Check if the mains voltage as shown on the 

type plate on the base of the set corresponds to 

your local power supply. 
Z Connect the power plug into the wall outlet. 

The power supply is now switched on and the 

numbers on the display will start to flash. You 

will need to set the correct time. 
3. To disconnect the set from the power 

completely, withdraw the power plug from the 

wall outlet. 

FM/AM RADIO . I 



1. If required, release the WEATHERBAND button 
to the off position 

2 Set the RADIO switch to ON. 

3. Select your waveband using the RAND switch. 

4. Use TUNING to find your radio station. 

5. Adjust the sound with the VOLUME control. 
& To turn off the radio, set the RADIO switch to 

OFF. 

To improve radio reception 

- For AM, the set is provided with a built-in 
antenna which to function best should be 
placed on a non-metallic surface e.g. wood, 
plastic. Direct the AM antenna by adjusting the 
position of your clock radio. 

- For FMand Weatherband reception there is 
an antenna wire built-in into the power cord. 
You should adjust the power cord slightly to 
obtain optimum reception. 

| WEATHERBAND 

/. Press the WEATHERBAND button to the on 
position. 

2. Tune to your weatherband station by adjusting 
the WEATHERBAND FINE TUNE knob. 

3. Adjust the sound with VOLUME control. 



CLOCK 



Illumination brightness 

- To change the brightness of the clock display 
illumination adjust the BRIGHTNESS switch to 
HI or LO. 

Clock display 

The clock indicates the time on the display. In case 
of the 12-hour clock system, the PM indicator will 
light up (on=PM, off=AM). The ALARM indicator 
comes on when you switch on the alarm. 

Adjusting the time 

f. Adjust the clock control to the TIME SET position. 

2. Press and hold down the buttons to set and 
adjust both the hours and the minutes. 

- With your finger held down on the time 
will increase rapidly and continuously from 
minutes to hours. Release ± when you reach 
the approximate time setting. 

- Pressing ▼ will allow you to adjust the time 
slowly back minute by minute. 

3. Release the 1 or ▼ buttons when you have 
reached the correct setting. 

4. To safeguard the clock time from being 
accidentally adjusted, turn the clock control to 
the RUN position. 



Alarm 



SETTING THE ALARM 



General 

If you wish to use the alarm, then you should first 
set the alarm time.Two different alarm times are 
possible. This can be useful when, for example, 
you need to be awakened at a different time 
during the week and at the weekend. There is also 
the choice of two modes for waking you up: by 
buzzer or radio. 

The display also indicates whether you have 
switched on the alarm (s), and these indicators 
will light up respectively next to ALARM 1 and 
ALARM 2 on the display. 



ALARM ON 



/. Adjust the clock control to the ALARM 1or 

ALARM 2 position. 
Z Press and hold down the ▼, f buttons to set 

and adjust both the hours and minutes. 

- With your finger held down on ^, the time 
will increase rapidly and continuously from 
minutes to hours. Release ^ when you reach 
the approximate time setting. 

- Pressing ▼ will allow you to adjust the time 
slowly back minute by minute. 

3. Release the f or ▼ buttons when you have 
reached the correct setting. 

4. Adjust the clock control to the RUN position to 
return to clock time display. 

- To review your set alarm time, adjust the 
clock control to the respective ALARM 1 or 
ALARM 2 position. 

5. To select the alarm mode you wish to be 
awoken by, set the respective ALARM 1or 
ALARM 2 switch to rad or buz. 

- If you have selected the radio mode, make 
sure you have adjusted the volume loud 
enough to wake you. 



You can switch off the alarm in three ways: 
Unless you choose to cancel the alarm completely, 
the ALARM RESET option will be automatically 
selected after 59 minutes from the time your alarm 
first goes off. 

ALARM RESET 

If you want the alarm mode to be stopped 
immediately, but also wish to repeat the alarm call 
at the same time for the following day: 

• Press ALARM RESET during the alarm call. 

REPEAT ALARM 

This will repeat your alarm call at 9 minutes 
intervals 

• Press slumber off/REPEAT ALARM. 

• Press slumber off/REPEAT ALARM again during 
the next call if you wish to repeat the alarm 
call. 

• If, however, you do not press slumber 
off/REPEAT ALARM again, the alarm will sound 
for 59 minutes before turning itself off. Your 
alarm time setting will then automatically enter 
the ALARM RESET mode to sound at the same 
time next day. 

Switching off the alarm completely 

• Before or during the set alarm goes off, push 
the ALARM (1 or 2) switch to the OFF position. 
- The alarm indicator will disappear from the 

display. 



Slumbering 



Additional 



SLUMBER 



The clock radio has a built-in timer device called 
the SLUMBER, which enables the radio to be 
automatically switched off after a set period of 
time; this allows you to lie back, listen and fall 
asleep. The maximum slumber time is 59 minutes. 

SLUMBER ON "~ 



I Set the RADIO switch to the OFF position. 

2. Set your slumber time by pressing on the 
SLUMBER button. Keep your finger on the 
button and the display will begin to count down 
from 59 to 00 minutes. 

3. Release the button as soon as the required 
slumber time is reached. 

SLUMBER OFF 1 



You can switch off the radio before the slumber 
time has elapsed: 

- To cancel the SLUMBER function, press slumber 
off/REPEAT ALARM. 

Notes: 

- The slumber function does not affect the alarm 
setting (s). 

- If during SLUMBER you have turned down the 
volume and you have an alarm set in radio 
mode, make sure you have adjusted the volume 
loud enough to wake you up the next day. 



MAINTENANCE 



- If you do not intend to use the clock radio for a 
long time, disconnect the set by removing the 
plug from the wall outlet. The battery should 
also be removed to prevent chemical leakage 
which will damage your set. 

- To clean your set from fingerprints, dust and 
dirt, use a clean and soft damp cloth or chamois 
leather. Do not use cleaning products which 
contain benzene, thinner etc. as these may 
harm the housing. 

| POWER BREAKDOWN BACKUP I 

- When a power failure occurs, the complete 
clock radio will be switched off. 

- As soon as the power supply returns, the 
numbers on the display will start to flash. This 
indicates that you must set the correct time on 
the clock. 

- To retain the clock time and the set alarm time 
(s) in the event of a power failure or 
disconnection, insert a 9 volt battery, type 6F22 
(not supplied) into the battery compartment: this 
will act as a power back up. However, the time 
will not be illuminated on the clock display. 
Operation of the alarm (s), WEATHERBAND and 
FM/AM radio are also excluded. 

For clarity, the battery back up is used to retain 
the set clock and alarm time (s) only. 
As soon as the power supply returns, the 
display will indicate the correct time. 

• Before inserting the battery, connect the power 
plug to the wall outlet. 

• Insert a battery into the battery compartment. 

- Replace the battery once a year. It is not 
possible to say precisely how long the battery 
will last. The service life depends on how often 
and for how long the power supply fails. This 
varies according to country and region. 



Troubleshooting 



- If a fault occurs, first check the points listed below before taking the set for repair. 

- If you are unable to remedy a problem by following the hints below, consult your dealer or service 
center. 

WARNING : under no circumstances should you try to repair the set yourself, as this will invalidate 
the warranty. 



PROBLEM 

- POSSIBLE CAUSE 

• REMEDY 

No sound 

- Volume not adjusted. 

• Adjust the volume. 

AM broadcast cannot be received properly 

- Weak radio signal. 

• Rotate the set for better reception and make 
sure the set is placed on a non-metallic surface. 

Continuous crackling and hiss noise during AM 
reception 

- Interference from other electrical equipment 
e.g. TV's, computers, fluorescent lamps. 

• Move the clock radio away from electrical 
equipment. 

Intermittent crackling sound during FM reception 

- Weak signal. 

• Adjust the built-in power cord antenna. 

Poor or no WEATHERBAND reception 

- Weak signal. 

• Adjust the built-in power cord antenna. 

- Out of WEA THERBAND range. 

~ Move the set to a suitable location. 



The alarm does not function 

- The alarm is not set 

• Set the alarm time and the alarm switch to buz 

or RAD. 

- Volume too low for radio. 

• Increase the volume. 

The slumber does not function 

- RADIO still in ON position. 

• Switch RADIO to OFF position. 

The radio does not function 

- WEATHERBAND still in on position. 

• Release WEATHERBAND to off position. 




All unnecessary packaging material has been 
omitted. We have tried to make the packaging 
easy to separate into three mono-materials: 
cardboard (box), expandable polystyrene (buffer), 
polyethylene (bags). 

Your set consists of materials which can be 
recycled if disassembled by a specialized 
company. Please observe the local regulations 
regarding the disposal of packing materials, dead 
batteries and old equipment. 



The type-plate is located on the bottom of the clock radio. 

This set complies with the FCC-Rules, part 15. Operation is subject to the following two conditions: 
I This device may not cause harmful interference, and 

2. This device must accept any interference received, including interference that may cause undesired 
operation. 



